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Corrections 


Corrections I 


Page 

Contents 

| AS-IS 


TO-BE 

Reason 1 




Version 

150908SU 

150923SU 


2015-09-23 

8p 

Cutting Performance > VM 1260 


The results, indicated in this catalogue are 
provides as example. They may not be obtained 
due to differences in cutting conditions and 
environmental conditions during measurement. 

Add 


8p 

Cutting Performance > Machining Accuracy 

The results indicated in this catalog may not be 
obtained due to differences in environmental 
conditions during measurement and cutting 
conditions. 

The results, indicated in this catalogue are 
provides as example. They may not be obtained 
due to differences in cutting conditions and 
environmental conditions during measurement. 

Text change 



Version 

150923SU 

151015SU 


2015-10-15 

21p 

NC Unit Specifications > FANUC > INTERPOLATION & 
FEED FUNCTION > Handle interruption 

Optional 

Standard 

Error change 






